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CONEIDENTIAL TANANARIVE 1218 

EXDIS 

E.O. 11652: GDS 

TAGS: NASA, PEOR, US, MA 

SUBJECT: CLOSURE OE NASA STATION 

REF: TANANARIVE 1217 

1 . SECGEN OF MOFA CALLED BACK TO TELL ME STATION CLOSED 
"PROVISIONALLY." (SEE REETEL) HE SAID STATION WOULD CLOSE 
PERMANENTLY IF NO NEW OEFER MADE BY JULY 14. I ASKED 
AGAIN IF STATION PERSONNEL WOULD BE ABLE TO EREELY ENTER 
AND EXIT STATION. HE SAID HE WAS NOT CERTAIN AND SAID 
THAT SECURITY FORCES HAD THEIR ORDERS DIRECT EROM SUPREME 
REVOLUTIONARY COUNCIL. 

2. TROOPS AT STATION BLOCKED ACCESS TO STATION EOR CHANGE 
OE SHIFT AT 8:00PM TONIGHT. EMPLOYEES, MOSTLY MALAGASY, 
WHO ARRIVED IN LARGE BUS ARGUED WITH TROOPS TO NO AVAIL 
AND RETURNED TO TANANARIVE. 

U.S. EMPLOYEES AT STATION WILL 
REMAIN OVERNIGHT. 

3. CHARGE, STATION MANAGER, AND BENDIX MANAGER PLAN 
TO DRIVE OUT TO STATION TOGETHER IN 

MORNING. 
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